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The following copy of an X-ray negative was received 
iron Hr. JACK REYNOLDS , Administrator , Parkland Hospital, on 
November 29, 1963. which reflected an x-ray ox tns Xa^t - n J-S a 
of Governor JOHN 4 *. CONNALLY, which was t alien on hove near ~<u, 

1933 . 

Dr. JACK REYNOLDS furnished the following letter whicn 
accompaaied this x-ray negative which is sat out as _ol~ow&: 

"SUPPLEIXENTABY 3EP0ET DESCRIBING IN DETAIL TEL _ _ 

•1P«2£3ANCE AND LOCATION OP A SMALL METALLIC DENSITY SUPERIIIPOSED G. 
: T-IE SOFT TISSUE SHADOWS OF THE MEDIAL ASPECT OF TILE LETT THxGIi 
OF GOVERNOR JOHN^. CONNALLY ON FILMS DATED November 23, 1963. 

"AP and lateral films of the distal portion of tns lift 
thi"h were obtained and include the distal portion a.. the shaft, 
and the region of the knee. One film is in the AP projection 
-nd the other the lateral projection with the direction cm the 
beam from medial to lateral and the film lying adjacent to the 
lateral aspect of the thigh. 

•'No fractures are seen. A. few punctata and linear 
densities are seen oh the fibs but these are inconstant, anu 
appear on one ’and not the other and therefore are interpreted 

£hx* k«* X jL C in « 

"There is, however, one density which remains const 
on both films and appears to lie beneath the skin^in^tna^ragi 
of the subcutaneous fat in the medial aspect ox /cne .Align. 

By measurements on these films, without correction io. 
film distance and object film distance , this small density^-..* 

15.2 eras’, above the distal end of the medial x ©moral coney -e 
the AP film and, on this film, lies 8 jams beneath the extern; 
surface of the skin. It is 6.25 ems medial toths femoral sht 

15 ens above the distal ©ad ox tne mauxmx ~~«.o 

lies 4.9 ems posterior to the skin of the anterior surface oj 
thigh and it is superimposed on the shaft of the xemue._ m - 
to the femur, the density is superimposed on a point 1.5 ems 
to the exterior of this anterior cortex. 
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by Special Agent .VINCENT S, PBAIK/atd. 



Data dictated . 
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This docum.nl contain, neither rocotnmendatlon. nor conclusion, ol th. FBI* It 1» th. property 
your agunc/l It and It. contont. aro not to bo dl.trlbut.d out. Ido your agency. 
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"The siiaofl of "this density is irregular but -j- s 
roughly oval. Precise measurements are difficult but it. xs 
estimated that the greatest length in the AP projection is 
about 3.5 jams and the greatest wiota aoout 1.3 sias. 
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"Measurements of the density an the lateral projec 
l the greatest length to be about 2 mast and the greats 
to Mabout 1.5 mis. The long axis of the metallic 
t is oriented generally along the axis of <»ne xeau. . 



This copy of an X-ray negative was delivered to 
the FBI Laboratory on November 30, '1963. 
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